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2,31 W) DIRECT NCI 

INSTITUTIONAL ANIMAL CARE AMD USE COMMITTEE (lACUC). 

Hem lACUC 2-01 c 7 

The IACUC sfiall taview arid appipve, require nrtddificatidrta in (Id secure approval), dr witlihdid approval dl 
proposed significant chariges regarding the care and use of animate m ongoing activities. 

On Oct 23, 2012 NHP 25QV was transporfarl to ttie MRi area wfiile urrcJer anesiheeie and npl mqniitcirerl 
according to the protocol. 

The mofiiiorir»g of anirr^l is critical for the salety and well being d the animal and lo maintain compliance. 

The lACUC needs to insure ite personnel are lamiliar wrlb the requiremente ol the protocol in order to ineuro 
compliance with the- protocol and prevent animal injury or dealhe, 

Correct from thie day 3 

2.38 (f)(1) DIRECT NCI 

MISCELLANEOUS. 


Hem Handling 2.3& I 1 

hUndling ol ell enirnels ehell be dorie expeditiouoly end carefully ee possible in e rnenrior thet does not ceuse 
trauma, overhealing, eifcessive cooling, behavioral stress, physical harm, or unnecessary discomfort 
On Oct 23, 2Q12 NHP 25Q9 we$ being prepared lor ite MRI , a distance df about IQ minutaa from the animal 
facility, the animal had baen given an Injectable pre aneslhesllc and than placed on gas anesthesia before being 
digeonneefed and transported to Ihe MRI facility. At ihe MHI area both the animal and technicians hgd to waft 
lor 4.5 mirutea, durirrg this lime the animal stopped breathing twice and had lo be ventilaled and was returned to 
the lacilily. 

Daleys in pror^edures can place the animal well being in jeopardy. 

Facility needs to insure all phases of the protocol ready and eslabJtshed in order to minimize harm, and prevent 
injury pr depth fg the animal. 

Correct from this day 


2.'20''13 


Mole this was a self repoilir>g incident by the Institulion to Ihe USDA. At the time of this inspection i)he lACUC 
hae insliiuted a eenes r^it measures to monitdr and insure oompliartoe. 
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An axil inlarviaw tiiok placa at 1tia and ol irt^iiaolian 
Inspaptipn took plaoe ovef 2 days 2n9-2&^13 
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